Glen  Memorial  Church  on  the  Emory  University  Campus, 


Glenn  Memorial  Methodist  Churcn  situated  on  the 
Campus  of  Emory  University  was  built  as  a  MemorioP  to 
Rev.  Wilbur  Fisk  Glenn  Dedicated  on  October  4  1931 
It  is  of  eorly  Georgion  Architecture 
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